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Open-E DSS Synchronous Volume Replication with Failover is a fault tolerance process via iSCSI volume 
replication, that creates mirrored target data volumes. 



Data is copied in real-time, and every change is immediately mirrored from the primary server to the secondary storage 

server. 

In case of a failure, scheduled maintenance of the primary server, or loss of the primary data source, failover automatically 

switches operations to the secondary storage server, so processes can be continued as usual. 
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Volume Replication with Failover between two systems within one LAN 

■ Recommended Resources 

• Key Hardware (two systems) 

s x86 compatible 

s RAID Controller with Batery Backup Unit 

• HDD's 

s Network Interface Cards 

s Ping Node (ping node it is any permanently (24/7) available host in the network. In particular 

case the ping node function can be performed by the server storing the data on the iSCSI 

failover volume). 

• Software 

s Open-E DSS, 2 units 

■ Benefits 

• Eliminate business disruption 

• Data Redundancy over a LAN 

• Switch Redundancy 

■ Disadvantages 

• High cost of solution 

• Natural disasters (earthquake, fire, flood...) can destroy local systems 
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Data is written and read to System 1 (primary) 

Data is continually replicated to System 2 (secondary) 



cpen-e 



Heartbeat 



cpen-e 




RAID System 2 
Secondary 



PING NODE 
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• In case of raid array or disk drive error on System 1 (primary), the server will send an e-mail notification 
to the administrator 

• iSCSI Auto Failover determines there is no connection between the servers 

• After a few seconds Automatic Failover is executed and users are switched to System 2 (secondary) 



cpen-e 



cpen-e 



PING NODE 
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After switching, the replicated volume 
is available on System 2 (secondary) 



epen-e 



apai-e 



PING NODE 




Synchronous Volume Replication with Failover over a LAN °P en ' e 
To set up Volume Replication with Failover, perform the following steps: 

1 . Hardware configuration: 

• Settings server names, ethemet ports and bonding on secondary and primary node 

2. Configure the Secondary node: 

• Create a Volume Group, iSCSI Volume 

• Configure Volume Replication mode (destination mode) - settings mirror IP address 

3. Configure the Primary node 

• Create a Volume Group, iSCSI Volume 

• Configure Volume Replication mode (source mode) - settings mirror IP address, creating Volume Replication 
task and start replication task. 

4. Create new target on Secondary node 

5. Create new target on Primary node 

6. Configure virtual IP and Auxiliary connection 

7. Configure iSCSI Failover 

8. Start Failover Service 

9. Test Failover Function 

10. Run Fallback Function 



Synchronous Volume Replication with Failover over a LAN °P en ~£ 



Hardware Requirements: 

To run the Volume Replication with Failover, two DSS systems 
are required. Both servers must be located and working in the 
Local Area Network. See below configurations for examples: 



Data Server (DSS1) 

Primary node 

Address IP:1 92.1 68.0.220 



1 . Hardware Configuration 



PING NODE 

Address IP: 192.168.2.106 



Data Server (DSS2) 

Secondary node 
Address IP:1 92.1 68.0.221 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



1 . Hardware Configuration 



After logging on the DSS 
please go to „SETUP" tab, 
„network" and ..Interfaces". In 



„Server name" function enter 
Server name, in this example 
„dss2" and click apply button. 
(All connection will be 
restarted) 



DSS 



Data Storage Server 



open-e 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



o ^0 iSCSI Failover 



-o ethO 
H3 ethl 
-0 eth2 
-0 eth3 



r^n 



Server name 



Server name: 
Comment: 



dss2 



Data Storage Server 



apply 



DNS settings 



DNS 



apply 



Create new bond interface 






r 


r 


ethO 


yes 


cable 


Single 


r 


r 


ethl 


yes 


cable 


Single 


r 


r 


eth2 


yes 


cable 


Single 


r 


r 


eth3 


yes 


cable 


Single 



Create: 
MAC: 
*" DHCP 



New balance-rr 



3 



02:FD:1B:AF:02:C0 



Event Viewer: 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



1 . Hardware Configuration 



Next select ethO interface and 
change address IP from 
192.168.0.220 in field IP address 
to 192.168 .0.221, and click apply 
button. (This will restart network 
configuration). 



DSS 



Data Storage Server 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



] H/W RAID | 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



Rthn 

-O ethl 
~0 eth2 
-0 eth3 



£$ iSCSI Failover 



-0 ethO 
-0 ethl 
-^0 eth2 
-0 eth3 



T™! 



Interface: ethO 



Interface info 



IP address 



/j\ Warning 

Warning! You are currently connected through this interface. 



Active 
MAC: 
<" DHCP 
*5 Static 
^ IP address: 
Netmask: 
Broadcast: 
Gateway: 



00:04:23:B9:86:FA 



192. 16S. 0.221 



:55. 255.0 



Intel Corporation 82546GB Gigabit Ethernet Controller (rev 03) 



apply 









Event Viewer: 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



1 . Hardware Configuration 



Next select ethl interface and 
change IP address from 
192.168.1.220 in field IP address 
to 192.168.1.221 and click apply 
button. 



DSS 



Data Storage Server 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



Pthn 
ethl 

eth2 
L-0 eth3 






^0 iSCSI Failover 



-0 ethO 
-0 ethl 
-q eth2 
-0 eth3 



L 



Event Viewer: 



T™! 



Interface: ethl 



Interface info 



IP address 



F Active 
MAC: 
*~ DHCP 
S static 
"IP address: 
Netrnask: 
Broadcast: 
Gateway: 



00:04:23:B9:86:FB 



192. 16S. 1.221 



55.255.0 



apply 






Intel Corporation 82546GB Gigabit Ethernet Controller (rev 03) 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



1 . Hardware Configuration 



Again select .. Interfaces " and in 
Create new bond interface 

function check two boxes with eth2 
and eth3. In field Create select 
bonding mode. In this example 
select New balance-rr. 



Next enter address IP in field IP 
address 192.168 .2.221, Netmask, 
and click create button. 



DSS 



SETUP 



CONFIGURATION 



Data Storage Server 

I 



open 



^1 



MAINTENANCE 



STATUS 



I 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel 



Interfaces 



^0 iSCSI Failover 



-o ethO 
-4 ethl 
-0 eth2 
-0 eth3 



I 



I 



SCSI Initiator hardware 



ir^n 



Create new bond interface 





/ 


Primary 


Interface 


Active 


Cable 


State 


r 


r 


ethO 


yes 


cable 


Single 


r 


r 


ethl 


yes 


cable 


Single 


mm ^F 


r 


eth2 


yes 


cable 


Single 


— ^F 


r 


eth3 


yes 


cable 


Single 



''Create: 
MAC: 
C DHCP 
G Static 
' Address IP: 
r Netmask: 
Broadcast: 
Gateway: 



New balance-rr 



. • :■ .-■:•■ 



192.168 



55.255.0 



HTTP proxy 



r Use HTTP proxy 



apply 



Event Viewer: 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



1 . Hardware Configuration 



After reloading page on the dss2 
server you have configured bondO . 
Setting of the network interfaces on 
the secondary node is finished. 



DSS 



SETUP 



CONFIGURATION 



Data Storage Server 

I 



open-e 



MAINTENANCE 



STATUS 



I 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel 



I 



I 



SCSI Initiator hardware 



ir^n 



Interfaces 



—O ethO 
-0 ethl 
| -o eth2 (bondO) 
-0 eth3 (bondO) 
ondO 



^0 iSCSI Failover 



Server name 



Server name: 
Comment: 



dss2 



| Data Storage Server 



apply 



DNS settings 



DNS 



apply 



-o ethO 
-q ethl 
— o bondO 



Create new bond interface 






r 


r 


ethO 


yes 


cable 


Single 


r 


r 


ethl 


yes 


cable 


Single 


r 


r 


eth2 


yes 


cable 


bondO 


r 


r 


eth3 


yes 


cable 


bondO 



Create: 
MAC: 
<~ DHCP 



I New balance-rr 



0£:lA:r4:A7:37:D3 



Event Viewer: 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



1 . Hardware Configuration 



After logging on the primary 
node please go to „SETUP" 
tab, „network" and 
..Interfaces". In ..Server name" 



function enter Server name. In 
this example enter dssl and 
click apply button. (All 
connection will be restarted). 



DSS 



Data Storage Server 



cp&he 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



ethO 
ethl 
-0 eth2 
-0 eth3 



^0 iSCSI Failover 



-o ethO 
-^0 ethl 
-O eth2 
-0 eth3 



[ Event Viewer: 



T™! 



Server name 



Server name: 
Comment: 



dssl 



| Data Storage Server 



apply 



DNS settings 



DNS 



apply 



Create new bond interface 







r 


r 


ethO 


yes 


cable 


Single 


r 


r 


ethl 


yc = 


cable 


Ginglc 


r 


r 


eth2 


yes 


cable 


Single 


r 


r 


eth3 


yes 


cable 


Single 



Create: 
MAC: 
C DHCP 



I New balance-rr 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



1 . Hardware Configuration 



Again select Interfaces and in 
Create new bond interface 

function check two boxes with eth2 
and eth3. In field Create select 
mode for bonding. In this example 
selected New balance-rr.. 



Next enter address IP in field IP 
address 192.168.2.220, Netmask, 
and click create button. 



DSS 



SETUP 



CONFIGURATION 



Data Storage Server 

I 



open-e 



MAINTENANCE 



STATUS 



I 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel 



Interfaces 



^£$ iSCSI Failover 



-o ethO 
-^ ethl 
-O eth2 
-0 eth3 



I 



I 



SCSI Initiator hardware 



ir^n 



Create new bond interface 



/ 


Primary 


Interface 


Active 


Cable 


State 


r 


r 


ethO 


yes 


cable 


Single 


r 


r 


ethl 


yes 


cable 


Single 


-^p 


r 


eth2 


yes 


cable 


Single 


-^F 


r 


eth3 


yes 


cable 


Single 



■ Create: 
MAC: 
*~ DHCP 
S static 

- Address IP: 
' Netmask: 
Broadcast: 
Gateway: 



New balance-rr 



: .: 



192.168 



255.255.255.0 



HTTP proxy 



r Use HTTP proxy 



apply 



Event Viewer: 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



1 . Hardware Configuration 



After reloading page on the dssl 
server you have configured 
bondO . Setting of the network 
interfaces on the secondary node is 
finished. 



DSS 



SETUP 



CONFIGURATION 



Data Storage Server 

I 



open-e 



MAINTENANCE 



STATUS 



I 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



— o ethO 
-o ethl 

-0 eth2 (bondO) 
-0 eth3 (bondO) 
ondO 



^£$ iSCSI Failover 



-o ethO 
-^ ethl 
— q bondO 



Event Viewer; 



I 



I 



T^n 



Server name 



Server name: 
Comment: 



dssl 



| Data Storage Server 



apply 



DNS settings 



DNS 



apply 



Create new bond interface 





r 


r 


ethO 


yes 


cable 


Single 


r 


r 


ethl 


yes 


cable 


Single 


r 


r 


eth2 


yes 


cable 


bondO 


r 


r 


eth3 


yes 


cable 


bondO 



Create: 
MAC: 
*~ DHCP 



I New balance-rr 



;.:ri:C6:D£:CD 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



2. Configure the Secondary node 



Under the CONFIGURATION" 
tab, select „volume manager" 
and next Vol. Groups. 




Volume Groups (vgOO) 



In Unit manager function add 
the selected physical units 
(Unit S000 or other) to create a 
new volume group (in this case, 
vgOO) and click apply button 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS HELP 



1 



volume manager N AS settings N AS resources iSCSI target manager FC target manager 



Vol. groups 



o ^0 Vol. replication 



Unit rescan 



Unit manager 



Drive identifier 



L_ 



Event Viewer: 



open-e 








*pW 


Unit SOOO 


230. OS 


N/A 


available 


Action: 
Name: 










I new volume qroup 


J 






r\ vgOO 


1 



apply 




| apply J 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



2. Configure the Secondary node 



Select the appropriate volume 



liUfJt** L!il|J 



the left and create a new iSCSI 
volume of the required size. 
This logical volume will be the 
destination of the replication 
process. 



Next check the box with Use 
volume replication 



After assigning an appropriate 
amount of space for the iSCSI 
volume, click the apply button 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



olume manager N AS settings N AS resources iSCSI target manager FC target manager 



£f Vol. groups 



i vgOO 



o ^0 Vol. replication 



r ; 



Volume group: vgOO 



Volume manager 



Reserved Pool 



Reserved for snapshots 



Reserved for system 



Reserved for replication 



Action: 
Options: 



new ibCbl volume 



IS 



Just create volume 



<^R Use volume replication 



<" File I/O 

f~" initialize 
S Block I/O 

"J 

rim 



open-e 



4,00 X 



0.00 



IB 



add: 



] GB (+0.12 GB for replication) 

>c 



apply 



Event Viewer: 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



2. Configure the Secondary node 



The destination iSCSI Volume 
Block I/O is now configured. 



£ 



i. 



iSCSI volume (IvOOOO) 




volume manager I N AS settings N AS resources iSCSI target manager FC target manager 



^* Vol. groups 



( vgOO 



i ^£7 Vol. replication 



t 



Volume group: vgOO 



Volume manager 



A Info 

Logical volume IvOOOO has been created successfully. 



;al Volume Type Snap. Rep. Init. 



IvOOOO 



• 



Blocksize Size 
(bytes) (GB) 



N/A 10.00 |_> 



System volumes 



Reserved Pool 



4.00 X 



Reserved for snapshots 



Reserved for system 



Reserved for replication 



new NAS volume 



Tl 



I - Use volume replication 
r WORM 







214.91 



Event Viewer: 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



2. Configure the Secondary node 



DSS 



Data Storage Server 



Now. select the Vol. replication 



and check the box under 
Destination and click the apply 
button 



Next, under Mirror Server IP 

function, enter the IP address of 
the Primary node (in our 
example, this would be 
192.168.1.220) and click the 
apply button 



NOTE: 

The Mirror server IP Address must be on the same 
subnet in order for the replication to communicate. 
VPN connections can work providing you are not 
using a NAT. Please follow example: 

•Source: 192.168.1.220 

•Destination: 192.168.1.221 



open-e I 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



volume manager N AS settings N AS resources iSCSI target manager FC target manager 



Vol. 



groups 



L-0 vgOO 



m ^pjj Vol. replication 



Event Viewer: 



Volume replication mode 



Destination Cle< 



Ivuuno 



done 



I > F 



apply 



Mirror server IP 



192. 16S. 1.220 



apply 



Create new volume replication task 



A Info 

Mirror Server IP is not set. 



Replication tasks manager 



A Info 

No tasks have been found. 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



Under the CONFIGURATION" 
tab, select „volume manager" 
and next Vol. Groups 



Add the selected physical units 
(Unit MDO or other) to create a 
new volume group (in this case, 
vgOO) and click apply button 




Volume Groups (vgOO) 



DSS 



Data Storage Server 



volume manager N AS settings N AS resources iSCSI target manager FC target manager 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



m £f Vol. groups 



i ^0 Vol. replication 



Unit rescan 



Unit manager 



Event Viewer: 



open-e 













j*r 


Unit MDO 


465.77 


N/A 


available 


Action: 
Name: 










I new volume qroup 


z\ 






| vgOO 


I 



-^r; a ppfr 



Drive identifier 




/ Unit 




r 


Unit SOOl 


SRY13SBZ 


r 


Unit SOOO 


9RY1GP7W 



apply 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



Select the appropriate volume 



the left and create a new iSCSI 
volume of the required size. 
This logical volume will be the 
destination of the replication 
process 



I 



Next , check box Use volume 
replication 



After assigning an appropriate 
amount of space for the iSCSI 
volume, click the apply button 



DSS 



Data Storage Server 



volume manager N AS settings N AS resources iSCSI target manager FC target manager 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



£jjf Vol. 



groups 



. vgOO 



^£7 Vol. replication 



Event Viewer; 



NOTE: 

The source and destination volumes must be of identical size. 



Volume group: vgOO 



Volume manager 



Reserved Pool 



Reserved for snapshots 



Reserved for system 



Reserved for replication 



Action: 
Options: 



1 new iSCSI volume 



ID 



Just create volume 



open-e I 




0.00 



ID 



^" P Use volume replication 

*" File I/O 

F" initialize 
S Block I/O 

-J 

460.72 

add: | 10.00 | GB (+0. 12 GB for replication) 



apply 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



The destination iSCSI Volume 
Block I/O is now configured. 



£ 



i. 



iSCSI volume (IvOOOO) 



DSS 



Data Storage Server 



open-e 



volu 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



me manager 



N AS settings N AS resources iSCSI target manager FC target manager 



£f Vol. groups 



, vgOO 



i ^0 Vol. replication 



r 



Volume group: vgOO 



Volume manager 



A Info 

Logical volume IvOOOO has been created successfully. 



Type Snap. Rep. 



IvOOOO 



System volumes 



Reserved Pool 



Blocksize Size 
(bytes) (GB) 



N/A 10.00 [> 



4.00 X 



Reserved for snapshots 



Reserved for system 



Reserved for replication 



new NAS volume 



in 



V Use volume replication 
r WORM 

J 





I Event Viewer: 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



Now. select Vol. reolication. 



and check the box under 
Source and click the apply 
button 



■ 



Next , under Mirror Server IP 

function, enter the IP address of 
the Secondary node (in our 
example this would be 
192.168.1.221) and click the 
apply button 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



volume manager N AS settings N AS resources iSCSI target manager FC target manager 



£p Vol. groups 



L-o vgoo 



Vol. replication 



Event Viewer: 



Volume replication mode 



IvOOOO 



done 



apply 



Mirror server IP 



IP address: 
WAN: 



192. 16S. 1.221 



r 



apply 



Create new volume replication task 



Info 

Mirror Server IP is not set. 



Replication tasks manager 



A Info 

No tasks have been found. 



open-e 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



Enter the task name in field 
Task name next click on the 
button r 



In the Destination volume 

field select the appropriate 
volume (in this example, 
IvOOOO) and click create to 
confirm. 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



volume manager N AS settings N AS resources iSCSI target manager 1 FC target manager 



£f Vol. groups 



L-o vgOO 



m ^0 Vol. replication 



I apply J 




Mirror server IP 



IP address: 
WAN: 



192.168.1.221 



apply 



Create new volume replication task 



' Task name: 

Source volume: 
■ Destination volume: 

Bandwidth for SyncSource (MB): 

Asynchronous protocol: 



I IvOOOO 



J 



IvOOOO 



Replication tasks manager 



A Info 

No tasks have been found. 



Event Viewor; 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



Now, in the Replication task 
manager function, click on 
| button under to start the 
Replication task on the Primary 
node 



DSS 



Data Storage Server 



| volume manager N AS settings N AS resources iSCSI target manager FC target manager 



open-e I 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



£p Vol. groups 



L-o vgoo 



• ^0 Vol. replication 




I ^ J 



Mirror server IP 



IP address: 
WAN: 



192.168.1.221 



apply 



L-o MirrorJDO 



Create new volume replication task 



Info 

No volumes with replication functionality found or all volumes have a task 

assigned already. 



Replication tasks manager 



| MirrorJDO 



n/a -*V||_||X| 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



In the Replication tasks 

manager function information 
is available about the current 
running replication task. 






DSS 



Data Storage Server 



> 



volume manager N AS settings NAS resources iSCSI target manager FC target manager 



£ 



SETUP 



CONFIGURATION [ MAINTENANCE [ STATUS [ HELP 



£f Vol. 



groups 



L-q vgOO 



• ^0 Vol. replication 



L© MirrorJDO 



Event Viewer: 



IvOQOQ 



done 



[ apply 



Mirror server IP 



IP address: 
WAN: 



192.168.1.221 



apply 



Create new volume replication task 



Info 

No volumes with replication functionality found or all volumes have a task 

assigned already. 



Replication tasks manager 




2009-09-10 21:52:03 | 



Source volume: 
Destination volume: 
Destination IP: 
Protocol type: 



IvOOOO 

IvOOOO 

192. 16S. 1.221 

Synchronous 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



3. Configure the Primary node 



Under the „STATUS" tab, 
select .Tasks" and Volume 



Reolication 



Click on the J [ button with 
task name (in this case 
Mirror_00) to display detailed 
information on the current 
replication task 



NOTE: 

Please allow the replication task to complete 
similar to above with status being "Consistent" 
before writing to the iSCSI Logical Volume. 



DSS 



Data Storage Server 



open-e I 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



network 1 logical volume | connections I system hardware 



a_a 



n ^ 



Tasks 



— O Backup 

— Restore from backup 
— q Data Replication 
— Antivirus 

Volume Replication 
— Snapshots 



Event Viewer: 



tasks 



S.M.A.R.T. 



r 



Tasks: Volume Replication 



Running tasks 



LI 



Volume replication 



20G9-09-10 21:52:03 



Protocol type: 

Connection: 

Source info: 

Logical volume: 
Consistency: 

Destination info: 
Logical volume: 
Consistency: 
IP address: 



Synchronous 
Connected 

IvOOOO 
Consistent 

IvOOOO 
Consistent 
192. 16S. 1.221 



Tasks log 



a 



2009-09-10 



Volume replication OK Started 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



4. Create new target on the Secondary node 



Choose ..CONFIGURATION", 
„iSCSI target manager" and 
.Taraets" from the menu 



In the Create new target 

function, uncheck the box 
Target Default Name, and 

enter a name for the new target 
in the Name field and click 
apply to confirm 



iSCSI targets 



& 



OSS 



Data Storage Server 



7| 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



volume manager I NAS settings NAS resources 



iSCSI target manager 



FC target manager 



i j^^ Targets 



o Jdf CHAP users 



NOTE: 

Both systems must have the same Target name. 



Event Viewer: 



Create new target 



r Target Default Name 
Name: 

Alias: 



rnytarget 



| targetO 



apply 



CHAP user target access 



r Enable CHAP user access authentication 



apply 
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4. Create new target on the Secondary node 



Currently there are no LUN's added to this target. In order to add a LUN, 
click on the green plus "+" sign in the "Action" column for this LUN. 



There are logical volumes selected as mirror destination. There is no 
direct access to mirror destination volume. In order to access such 
volume, you can stop mirror task and switch destination mode to source 
mode or create a snapshot on the destination volume and assign the 
snapshot to a new target. 



To assign a volume to the 
target, click the button Q 
located under Action. 



NOTE: 

Both systems must have the same SCSI ID and LUN# 

WARNING: 

Please do not switch on the write back (WB) cache ! 



CHAP user target access 



r Enable CHAP user access authentication 



Target IP access 



Deny access: 



Event Viewer: 






Volume 


SCSI ID 


LUN 


RO 


WB Action 


IvOOOO 




□ 


r 


r as 


[jf9y7VNo0gA7KVhH | 


Volume replication: 
Size (GB): 


Destination 
10.00 






> J 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



5. Create new target on the Primary node 



Choose ..CONFIGURATION" 
and „iSCSI target manager" 
and ..Targets" from the menu 



In the Create new target 

function, uncheck the box 
Target Default Name, and 
enter a name for the new target 
in the Name field and click 
apply to confirm 



iSCSI targets 



& 



OSS 



Data Storage Server 



open-e 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



volume manager N AS settings N AS resources iSCSI target manager FC target manager 



? ^**p- Tar g ets 



CHAP users 



NOTE: 

Both systems must have the same Target name. 



Event Viewer: 



Create new target 



r T Target Default Name 
Name: 

Alias: 



rmytarget 



| targetO 



apply 



CHAP user target access 



r Enable CHAP user access authentication 



\~ 



apply 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



5. Create new target on the Primary node 



Select the tarqetO within the 
Taraets field 



To assign a volume to the 
target, click the button □ 
located under Action. 



DSS 



Data Storage Server 



open-e 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



volume manager NAS settings NAS resources 



iSCSI target manager FC target manager 



i ^** Targets 



* targetO 



n /UK CHAP users 



WARNING: 

Please do not switch on the write back cache (WB) ! 



Event Viewer; 



Target: mytarget 



Target volume manager 



Info 

Currently there are no LUN's added to this target. In order to add a LUN, 
click on the green plus "+" sign in the "Action" column for this LUN. 



^EZi^l 


El 


Ivunrju 


|EEsFBpIZr47somla | 


KJ 


r 


r^a 


►SB 



' user target access 



r Enable CHAP user access authentication 



I ^Pfr j 



Target IP access 



Deny access: 
Allow access: 



apply 



Rename target 



Synchronous Volume Replication with Failover over a LAN °P en ~£ 



ep&r-e 




Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



6. Configure Virtual IP and Auxiliary connection 



Now, select the bondO within 
iSCSI Failover. 



In the Virtual IP Settings 
function check box Enable 
virtual IP and enter IP 
address, Netmask, 
Broadcast, and click the apply 
button. 



In the Auxiliary connection 
function check box Use this 
network interface to 
communicate between the 
nodes and click the apply 
button. 



NOTE: 

There need to be at least two auxiliary connections. The 
interface with the virtual IP can also serve as one of the 
auxiliary connections. Please set the Virtual IP Address in 
a different network subnet then the physical IP Address. To 
have additional iSCSI Failover systems, please set this pair 
in a different network subnet from the other iSCSI Failover 
systems. This limitation will be removed in the future. 



DSS 



Data Storage Server 



open-e I 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware GUI 



Interfaces 



--. . ethO 

-o ethl 

— eth2 (bondO) 

-0 eth3 (bondO) 

— hnnrin 



istjsi hailover 



Virtual IP Settings 



MAC: 

P Enable virtual IP 
■^ IP address 
Netmask 
Broadcast 



02:d2:d3:a3:4a:0d 



192. 16S. 0.230 
255.255.255.0 



192.168.0.255 



apply 



Auxiliary connection 



W Use this network interface to communicate between the nodes. 



apply 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



6. Configure Virtual IP and Auxiliary connection 



Now, select the etM within 
iSCSI Failover. 



In the Auxiliary connection 
function check box Use this 
network interface to 
communicate between the 
nodes and click the apply 
button. 



DSS 



Data Storage Server 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



—2 ethO 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



i ^0 iSCSI Failover 



{ Event Viewer: 



T^n 



Virtual IP Settings 



MAC: 

r Enable virtual IP 



00:15:17:18:e7:f5 



apply 



Auxiliary connection 



r P Use this network interface to communicate between the nodes. 

LI 



apply 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



6. Configure Virtual IP and Auxiliary connection 



Choose, „SETUP" and 
„network" and Jnterface " 

from the menu 



Now, select the bondO within 
iSCSI Failover. 



In the Virtual IP Settings 
function check the box Enable 
virtual IP and enter IP 
address, Netmask, 
Broadcast, and click the apply 
button. 



In the Auxiliary connection 
function check box Use this 
network interface to 
communicate between the 
nodes and click the apply 
button. 



DSS 



Data Storage Server 



open-e 1 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



T^l 



£±^ 



► Interfaces 



-<? ethO 
-o ethl 
-0 eth2 (bondO) 



o ^j$ iSCSI Failover 



Virtual IP Settings 



MAC: 

F Enable virtual IP 

IP address 

Netmask 

Broadcast 



02:60:08:28:72:ab 



192. 16S. 0.230 
255.255.255.0 



192. 16S. 0.255 



apply 



Auxiliary connection 



I* Use this network interface to communicate between the nodes. 



apply 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



6. Configure Virtual IP and Auxiliary connection 



Now, select the ethl within 
iSCSI Failover. 



In the Auxiliary connection 
function check box Use this 
network interface to 
communicate between the 
nodes and click the apply 
button. 



DSS 



Data Storage Server 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



—2 ethO 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



i ^0 iSCSI Failover 



{ Event Viewer: 



T^n 



Virtual IP Settings 



MAC: 

r Enable virtual IP 



00:15:17:18:e7:f5 



apply 



Auxiliary connection 



I* Use this network interface to communicate between the nodes. 

LI 



apply 
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7. Configure iSCSI Failover 




In the Failover configuration 

function, check the box Enable 
iSCSI failover functionality 

and enter the Secondary node 
IP address and the Ping Node 
IP and click the apply button 



Synchronous Volume Replication with Failover over a LAN °P en ~£ 



ep&r-e 



Configure iSCSI Failover 




Now, in Failover 
configuration function , check 
the box Enable iSCSI failover 
functionality and enter Primary 
node IP address and click the 
apply button 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



7. Configure iSCSI Failover 



Move the iSCSI Tasks to be 
used for the failover service to 
the Failover Tasks area by 
clicking E3 button 
and click apply 



DSS 



Data Storage Server 



-e 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



network 



administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



-o ethO 

-o ethl 

— eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



• ^0 iSCSI Failover 



-o ethO 
-0 ethl 
— o bondO 



T^l 



Failover Tasks 



Info 

Please note asynchronous replication tasks will not be displayed in this 

windoWj as only synchronous tasks can be used for failover. 




apply 



Failover manager 



A Info 

No task has been selected. 



Info 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



8. Start Failover Service 



At this point both nodes are 
ready to start the Failover 



service 



DSS 



Data Storage Server 



open-e I 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



ir^n 



Interfaces 



—■, ethO 

-o ethl 

— eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



1&. 



iSCSI Failover 



piease note asynchronous replication tasKS win not oe aispiayea in mis 
window, as only synchronous tasks can be used for failover. 



-o ethO 
-o ethl 
— O bondO 















Search | 


I 


Search |_ 


1 




1 


Mirror_00 


— 






a 








T 






^} 











apply 



Failover manager 



->l 



In order to delegate (switch) active server state to the passive server click the 
Manual failover button. This will initiate a failover event and switch the primary 
server to suspend mode, while the secondary server will be promoted to active 
mode. Please note this will stop the volume replication process. 



Event Viewer' 



HO 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



8. Start Failover Service 



After clicking the start button 
configuration of both nodes will 
be complete 



NOTE: 

You can now connect via your iSCSI initiator and use 
your targets via the Virtual IP address e.g. 
192.168.10.230 (For example, in a Microsoft Windows 
environment, download Microsoft iSCSI Initiator ver 2.0 
or later). 



DSS 



Data Storage Server 



open-e I 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



T^l 



Interfaces 



-o ethO 

-o ethl 

— eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



■ ^ 



iSCSI Failover 



Search | 


I 








Search |_ 


I 




_1 


Mirror_00 


— 














- 






r 











-o ethO 
-o ethl 
— o bondO 



Failover manager 



Info 

Configuration of both nodes finished successfully. 







L 



stop 



In order to delegate (switch) active server state to the passive server click the 
Manual failover button. This will initiate a failover event and switch the primary 
server to suspend mode, while the secondary server will be promoted to active 
mode. Please note this will stop the volume replication process. 
| Manual failover I 
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8. Start Failover Service 



After start Failover, check the 
status in Failover status 
function. All must read OK. In 
the task status, the destination 
volume must be consistent 



iSCSI Failover/Volume Replication 




DSS 



Data Storage Server 



apen-e 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



network 



administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



T^n 



Interfaces 



-<, etho 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



m ^0 iSCSI Failover 



-o ethO 
-q ethl 
— bondO 



Failover configuration 



Info 

While a failover is turned on, you cannot make changes to its 

configuration. 






Failover status 






Global status 


Service running 




ok 


Node status 




primary/active 


Ping node 




ok 


Communication via: 


bondO 




ok 


ethl 




ok 


Task status 


1 1 Mirror_00 




running 


Protocol type; 
Connection; 
Source info: 

Logical volume; 

Consistency; 
Destination info: 

Logical volume; 
consistency; 
IP address; 


Synchronous 
Connected 

IvOOOO 
Consistent 

IvOOOO 
consistent 
192. 16S. 1.221 
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Primary node 

Address IP:192.168.0.220 



9. Test Failover Function 



In order to test Failover in 
Manual Failover function, click 
on the Manual failover button 



DSS 



Data Storage Server 



7] 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



ir^n 



Interfaces 



-o ethO 

-o ethl 

-~q eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



• ^$ iSCSI Failover 



piease note asynchronous replication r.asKS win not oe aispiayea in mis 
window, as only synchronous tasks can be used for failover. 



-o ethO 
-q ethl 
— o bondO 




Failover manager 



stop 



In order to delegate (switch) active server state to the passive server click the 
Manual failover button. This will initiate a failover event and switch the primary 
server to suspend mode, while the secondary server will be promoted to active 
mode. Please note this will stop the volume replication process. 
| Manual failover | 
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Address IP:192.168.0.220 



9. Test Failover Function 



After clicking on the Manual 
failover button, primary node 
enters suspend mode 



DSS 



SETUP CONFIGURATION MAINTENANCE STATUS HELP 



Data Storage Server 

[ STATUS 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



r 



i 



T^n 



Interfaces 



— o sthO 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



• ^0 iSCSI Failover 



-o ethO 
-q ethl 
— bondO 





I 








Search \_ 


Search |_ 


J 











Mirror_00 


- 
















a 










B 


















T 






_Jj 















Failover manager 



Info 

Server is entering suspend mode. 



J L 



stop 



In order to delegate (switch) active server state to the passive server click the 
Manual failover button. This will initiate a failover event and switch the primary 
server to suspend mode, while the secondary server will be promoted to active 
mode. Please note this will stop the volume replication process. 
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Primary node 

Address IP:192.168.0.220 



9. Test Failover Function 



The Failover status function 
shows the Global status of the 
primary node. Status service is 
in suspend mode and the node 
is inactive. 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS HELP 
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T^l 



Interfaces 



— o ethO 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 

— bondO 



• ^0 iSCSI Failover 



-o ethO 
-0 ethl 
— q bondO 



Failover configuration 



Info 

While a failover is turned on, you cannot make changes to its 

configuration. 



-e 



Failover status 








Global status 


^- Service running 


suspend 


__ ^ Node status 


inactive 


Ping node 


ok 


Communication via: 


bondO 


unknown 


ethl 


unknown 


Task status 


1 1 Mirror_00 


stopped 



r Enable iSCSI failover functionality 
^ Primary node on localhost 
Secondary node IP: 
Ping node IP: 
Tshow advanced 



192.168.2.221 



192.169.2.106 
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9. Test Failover Function 



In Failover status function 
Global status shows the status 
of the secondary node. The 
service status is degraded and 
Node status is active. 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS HELP 



network administrator H/W RAID S/W RAID Fibre Channel iSCSI Initiator hardware 



Interfaces 



— o ethO 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 



# ^0 iSCSI Failover 



-o ethO 
-0 ethl 
— bondO 



T^l 



Failover configuration 



Info 

While a failover is turned on, you cannot make changes to its 

configuration. 



r Enable iSCSI failover functionality 
** Primary node on localhost 
Secondary node IP: 
Ping node IP: 
Tshow advanced 



192.169.2.106 



Failover status 








^Global status 


Service running 


degraded 


Node status 


secondary/active 


Ping node 


ok 


Communication via: 


bondO 


failed 


ethl 


failed 


Task status 


* \ Mirror_00_re verse 


stopped 
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10. Run Fallback Function 



In order to run Fallback in 
Failover manager function 
click on the Sync volumes 

button first. 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 




— o ethO 

-o ethl 

-0 eth2 (bondO) 

-0 eth3 (bondO) 

— o bondO 



• ^0 iSCSI Failover 



-o ethO 
-0 ethl 
— o bondO 



Failover manager 




A Info 

^^ Your node is now active 


M 



Info 

When in secondary mode, the start and stop buttons control this node 
only. Please use the relevant buttons on the primary node to control 
both nodes. 



I 



] c 



stop 



In order to synchronize data from the secondary/active server to the primary 
server, dick the Sync volumes button. 

^^^^^^^^^~w\ Sync volumes 



Clicking the Failback button will return the active server state to the primary 
server, while the secondary server will return to passive mode. Please note this is 
only possible when the participating volumes are in sync. After the failback has 
been completed, the primary server is ready for another failover. 

Failback 
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10. Run Fallback Function 



After synchronization the task 
status of the destination volume 
must be Consistent 



DSS 



Data Storage Server 



SETUP 



CONFIGURATION 



MAINTENANCE 



STATUS 



HELP 
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running 



Protocol type: 

Connection: 

Source info: 

Logical volume: 
Consistency: 

Destination info: 

^ Logical volume: 
^^ Consistency: 
IP address: 
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Consistent 
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Failover configuration 



While a failover is turned on, you cannot make changes to its 
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Data Server (DSS2) 
Secondary node 
Address IP:192.168.0.221 



10. Run Fallback Function 



In order to return the active 
server state to the Primary 
server click on the Fallback 
button 
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Failover manager 



Info 



«W Volume replication process started. Please go to Failover Status to 

check the status of your tasks. 



Info 

When in secondary mode, the start and stop buttons control this node 
only. Please use the relevant buttons on the primary node to control 
both nodes. 
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In order to synchronize data from the secondary/active server to the primary 
server, dick the Sync volumes button. 

Sync volumes 

Clicking the Failback button will return the active server state to the primary 
server, while the secondary server will return to passive mode. Please note this is 
only possible when the participating volumes are in sync. After the failback has 
been completed, the primary server is ready for another failover. 

Failback 
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Data Server (DSS1) 

Primary node 

Address IP:192.168.0.220 



10. Run Fallback Function 



After clicking on Fallback 
button (in Failover manager 

function on Secondary node) 
Primary node is now active. 
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Failover manager 



Info 

Your node is now active 
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stop 



In order to delegate (switch) active server state to the passive server click the 
Manual failover button. This will initiate a failover event and switch the primary 
server to suspend mode, while the secondary server will be promoted to active 
mode. Please note this will stop the volume replication process. 
| Manual failover | 
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10. Run Fallback Function 



Primary node is active again 
and ready for Failover. 



iSCSI Failover/Volume Replication 




The configuration and testing of 

iSCSI Failover/Failback is now 

complete. 
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Failover configuration 
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